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ACTION ARA-14 

INFO OCT-01 ISO-OO EB-08 /023 W 

067105 032023Z/64 

R 021955Z AUG 78 
FM AMEMBASSY CARACAS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 3272 

UNCLAS CARACAS 7199 


PASS TO IT A/BED/OED/MEPD , 

E.O. 11652: NA 
TAGS: BEXP.VE 

SUBJECT: PRODUCT OPPORTUNITY: CHLORINATION PLANT 


REF: CARACAS 3542 


1 . CADAFE HAS MODIFIED THE TERMS OF REFERENCE FOR SUBJECT 
PROJECT TO INCLUDE A SYSTEM FOR PROVIDING EITHER LIQUID CHLORINE 
OR HYPOCHLORITE AS A RAW MATERIAL INPUT. SPECIFICALLY. THE 
CHLORINATION PLANT WILL UTILIZE EITHER LIQUID CHLORINE, WHICH 
WILL BE STORED IN THE PLANT OR HYPOCHLORITE GENERATED ON SITE BY 
ELECTROLYTCI PROCESS FROM SEA WATER. THE SYSTEM OFFERED SHOULD 
BE COMPLETE AND SHOULD INCLUDE THE EQUIPMENT FOR STORAGE 

AND VAPORIZATION OF LIQUID CHLORINE OR GENERATION OF HYPOCHLORITE 
AND SOLUTION DIFFUSORS IN THE FINAL INJECTING POINTS. IT 
SHOULD ALSO INCLUDE BLOWER PUMPS (BOMBAS DE VENTILADORES). 
VALVES, POWER AND AUTHOMATIC CONTROL PANELS.TUBING AND 
ACCESSORIES, DETECTION AND ALARM SYSTEMS FOR DANGEROUS GASES. 
SYSTEM SHOULD BE PRE-ASSEMBLED AND MOUNTED ON 
MOBILE BASES (SKID). 

2. THOSE FIRMS WHICH DELIVERED THEIR DOCUMENTS ON JUNE 16,1978 
AND ARE INTERESTED IN OFFERING EITHER, OR BOTH OF 

THE SYSTEMS DESCRIBED IN PAR 1 ABOVE SHOULD SUBMIT ORIGINAL 
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AND TWO COPIES OF THE TECHNICAL INFORMATION. NEW FIRMS 
INTERESTED IN PREQUALIFYING AS SUPPLIERS OF EITHER OR BOTH 
OF THESE SYTEMS MUST PRESENT THE FOLLOWING DOCUMENTS IN 
SPANISH, ORIGINAL AND TWO COPIES, IN THE: 

SALONES DE ADTFSTR AMTF.NTO 
CUERPO DELANTERO 
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EDIFICION CENTRO ELECTRICO NACIONAL 
AVENIDA SANZ.EL MARQUES 
CARACAS, VENEZUELA 

AT 1000 HOURS ON 21 AUGUST 1978: 

A. A STATEMENT OF THE FIRM'S LISTING IN CADAFE'S 

REGISTER OF FIRMS ISSUED BY THE OFFICE OF BIDS AND CONTRACTS 
OF THE DIRECTORSHIP OF INFORMATION AND SPECIAL SERVICES (FIRMS 
NOT LISTED IN THE REGISTER SHOULD CONTACT THAT OFFICE, 

ROOM 7-02, IN THE EDIFICIO CENTRO ELECTRICO NACIONAL, IN 
ORDER TO REGISTER). 

B. COMPLETE TECHNICAL INFORMATION ON EQUIPMENT AND ACCESSORIES. 

C. INFORMATION REGARDING ESTIMATED MANUFACTURE TIME FOR THE 
EQUIPMENT (NORMAL AND EXPEDITED). 

D. FINANCIAL STATEMENTS OF THE MANUFACTURING COMPANY 
(TO BE SUBMITTED ON CADAFE FORMS 60020-004A, 60020-004B, 

60020-005, AND 60020-006 WHICH ARE AVAILABLE IN OFFICE 7-02 
IN THE CADAFE BUILDING). 

E. LETTER MANIFESTING FIRM S INTEREST IN PARTICIPATING IN THIS 
BID PROCESS. 
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3. EXECUTING AGEN C Y/PROIECT MANAGER, ESTIMATED PROJECT COST/FOREIGN 
CONTENT, AND COMPETITIVE FACTORS REMAIN AS GIVEN REFTEL. 

CROWLEY 
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